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Health Certificate Ayana yaad bag 

Novel Coronavirus test 2019 Apical! Lig S Cu g ld Gand 
din tality is upon personal request , not under any ailai igali gle Aut g‘guue cs! gd Gada) AS y gle pli Sagal oda Cinta 
Full Name ZHANG MO als} aul 
Gender - Age Male - 34 jail = Guia 
Passport /ID No PE2091653 Ai pil! ABU / 5) gall aby 
ID No PE2091653 dust) al 
Date of Report 2022-07-16 dai) QU 


colt Age gall aiil Lain All ge gl 19 4I Gaye Aled pte ii Y AIL) aiit 
illy Agua itali ayy Gy aaia 19 Ug ys Ga gusty Laly a pally ilil Atay! 
pall gl aall and ga (ta yall 


SWAB test 2019-nCoV , _ (NCOV-2019)å= Gast 
WE CERTIFY THAT A SWAB from THIS PERSON is 44, 6: COVID19 Ga) quand ai ah oe) adil) Aana yl asgi 
tested for COVID19 BY real time-PCR (real time-PCR) 
Result interpretation is ALANS dansal) Aoi Os gla y 


Negative Glas 


NO 2019 Novel Coronavirus (2019-nCov) RNA was detected in the specimen ,and the 
concentration was lower than the sensitivity of the kit 


Use The Mobile Application to Scan the QR Code HÄN iaa Cpe SGU 4 9S all Genel aly gall Guba asii 
TRAVEL DATE CHANGES IS NOT OUR LD gga Cal haul) auc) ga å Sil uel) 
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Ammar Khaled Shehab 
MSC. Microbiology 


Dr. Duraid Qasim Jasim 


Consultant in Microbiology and Immunology Iraqi Board 
PhD in Microbiology and Immunology 
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